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ties  Commission  (SFPUC)  is  proposing  to  implement  the 
Main  Project  in  the  financial  district  and  south  of  Market 
;s  a  portion  of  the  existing  North  Point  Force  Main  that  has 
I  as  to  prevent  potential  discharge  of  untreated  wastewater 
s  proposed  project  consists  of  construction  of  a  new 
^f erred  to  as  the  North  Shore  to  Channel  Force  Main— 
id  vaults  for  flow  control  at  the  northern  terminus  of  the 
-elocation  of  approximately  1,600  feet  of  water  mains  that 
pipeline,  and  repavement  of  roads  within  the  project 
be  implemented  within  San  Francisco  street  rights-of-way, 
it  beneath  the  former  Jackson  Street  right-of-way,  which  is 
5  Block  201,  Lot  12). 


;  Main  is  a  7,816-foot-long,  36-inch-internal-diarneter  force 

main  that  runs  under  The  Embarcadero  for  most  of  its  length.  It  transports  dry-weather 

flows  and  some  wet-weather  flows  from  the  North  Shore  Basin  to  the  Southeast  Water 

Pollution  Control  Plant  via  the  Channel  Transport/Storage  Box  and  Channel  Pump 

Station.  The  proposed  force  main  would  have  the  same  capacity  as  the  existing  force 

main  and  would  begin  at  the  former  intersection  of  Jackson  Street  and  The  Embarcadero, 

travel  west  under  Jackson  Street  to  Drumm  Street,  south  under  Drumm  Street  to 

California  Street,  across  the  Market  Street  pedestrian  plaza  and  across  Market  Street,  east 

under  Spear  Street  to  Howard  Street,  and  then  continue  northeast  under  Howard  Street 

to  the  intersection  with  Steuart  Street  (see  enclosed  figure).  Open-cut  excavation  and 

construction  techniques  would  be  used  for  the  majority  of  the  alignment,  except  for  the 

 "\t  beneath  the  former  Jackson  Street  right-of-way,  the  intersections  along  Drumm 

0  nd  Spear  Street,  and  a  portion  of  the  alignment  between  the  Market  Street 

REF  lan  plaza  and  Spear  Street.  The  SFPUC  would  use  trenchless  technology  at  the 

711.8097  tions.  Trenchless  technology  is  a  method  of  construction  that  involves  the 
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PROJECT  DESCRIPTION 

The  San  Francisco  Public  Utilities  Commission  (SFPUC)  is  proposing  to  implement  the 
North  Shore  to  Channel  Force  Main  Project  in  the  financial  district  and  south  of  Market 
areas  of  San  Francisco  to  bypass  a  portion  of  the  existing  North  Point  Force  Main  that  has 
been  subject  to  leakage,  as  well  as  to  prevent  potential  discharge  of  untreated  wastewater 
into  San  Francisco  Bay.  This  proposed  project  consists  of  construction  of  a  new 
3,300-foot-long  force  main— referred  to  as  the  North  Shore  to  Channel  Force  Main- 
installation  of  two  underground  vaults  for  flow  control  at  the  northern  terminus  of  the 
new  force  main,  replacement/relocation  of  approximately  1,600  feet  of  water  mains  that 
conflict  with  the  proposed  pipeline,  and  repavement  of  roads  within  the  project 
alignment.  The  project  would  be  implemented  within  San  Francisco  street  rights-of-way, 
except  for  the  185-foot  segment  beneath  the  former  Jackson  Street  right-of-way,  which  is 
within  an  easement  (Assessor's  Block  201,  Lot  12). 

The  existing  North  Point  Force  Main  is  a  7,816-footTong,  36-inch-internal-diameter  force 
main  that  runs  under  The  Embarcadero  for  most  of  its  length.  It  transports  dry-weather 
flows  and  some  wet-weather  flows  from  the  North  Shore  Basin  to  the  Southeast  Water 
Pollution  Control  Plant  via  the  Channel  Transport/Storage  Box  and  Channel  Pump 
Station.  The  proposed  force  main  would  have  the  same  capacity  as  the  existing  force 
main  and  would  begin  at  the  former  intersection  of  Jackson  Street  and  The  Embarcadero, 
travel  west  under  Jackson  Street  to  Drumm  Street,  south  under  Drumm  Street  to 
California  Street,  across  the  Market  Street  pedestrian  plaza  and  across  Market  Street,  east 
under  Spear  Street  to  Howard  Street,  and  then  continue  northeast  under  Howard  Street 
to  the  intersection  with  Steuart  Street  (see  enclosed  figure).  Open-cut  excavation  and 
construction  techniques  would  be  used  for  the  majority  of  the  alignment,  except  for  the 
segment  beneath  the  former  Jackson  Street  right-of-way,  the  intersections  along  Drumm 
Street  and  Spear  Street,  and  a  portion  of  the  alignment  between  the  Market  Street 
pedestrian  plaza  and  Spear  Street.  The  SFPUC  would  use  trenchless  technology  at  the 
intersections.  Trenchless  technology  is  a  method  of  construction  that  involves  the 


installation  of  underground  infrastructure  with  minimal  disruption  to  surface  traffic, 
business,  and  other  activities. 

The  two  underground  vaults  for  flow  control  at  the  northern  terminus  of  the  new  force 
main  would  be  located  partially  within  The  Embarcadero.  The  SFPUC  would  also  replace 
an  8-inch-diameter  water  main  along  Drumm  Street  between  Jackson  and  Clay  Streets, 
and  relocate  the  8-  and  12-inch-diameter  water  mains  along  Spear  Street  between  Market 
and  Howard  Streets  to  the  opposite  side  of  the  street.  Roads  would  be  repaved  and  curb 
ramps  would  be  provided  after  the  pipelines  are  installed. 

It  is  expected  that  construction  of  the  proposed  project  would  be  completed  in 
approximately  14  months,  from  May  2012  through  June  2013.  Construction  activities 
would  generally  occur  Monday  through  Friday,  from  7:00  a.m.  to  6:00  p.m.  To  avoid 
conflicts  with  San  Francisco  Municipal  Transportation  Agency  (Muni)  Bus  Lines  No.  1 
(California)  and  No.  41  (Union),  work  along  Drumm  Street  between  California  and 
Sacramento  Streets  would  be  restricted  to  the  weekends  between  9:00  a.m.  and  6:00  p.m., 
when  these  bus  lines  do  not  operate  on  this  block.  It  might  be  necessary  to  perform 
24-hour  construction  work  at  the  two  vault  locations  on  The  Embarcadero  for  up  to 
5  weeks,  and  in  the  Market  Street  pedestrian  plaza  at  the  foot  of  California  Street  for  a 
total  of  4  weeks. 

PURPOSE  OF  NOTICE 

The  project  described  above  is  being  studied  by  the  San  Francisco  Planning  Department's 
Environmental  Planning  Division  to  determine  its  potential  environmental  effects.  The 
Planning  Department  has  not  prepared  environmental  documentation  for  this  project; 
however,  public  comments  concerning  its  potential  environmental  effects  are  welcomed. 
The  Planning  Department  has  sent  this  notice  to  owners  of  property  within  300  feet  of  the 
project  site  as  well  as  to  community  organizations  and  other  interested  parties.  Anyone 
receiving  this  notice  is  encouraged  to  share  it  with  other  people  who  may  have  an 
interest  in  the  project.  In  order  for  your  concerns  to  be  considered  during  the 
environmental  review  process,  please  contact  the  staff  identified  above  by  January  18, 
2012.  Similarly,  if  you  wish  to  receive  any  future  environmental  review  documents  on 
this  matter  from  our  office,  please  contact  the  staff  identified  above.  If  we  do  not  hear  from 
you,  you  may  not  receive  further  notice  regarding  the  environmental  review  for  this  project. 

Environmental  review  provides  information  on  physical  environmental  effects  and 
does  not  make  recommendations  on  the  project  itself.  Other  reviews  or  approval 
actions  would  be  required  for  the  project  to  move  forward.  These  actions  may  involve 
further  public  notification  and  public  hearings.  If  you  have  comments  on  the  proposed 
project  that  pertain  to  matters  other  than  the  project's  physical  environmental  effects, 
please  contact  Karen  Frye  at  the  San  Francisco  Public  Utilities  Commission  at 
(415)  554-1652  or  at  kfrye@sfwater.org. 
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